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RETURN OF THE TOTAL COST OF EACH GENERAL ELECTION IN 1857 AND 1859. 



RETURN of the Total Cost of each General Election in 1857 and 1859, distinguishing 
Counties and Boroughs. 



IRELAND. 



COUNTIES. 

















Contested 


COUNTIES. 


Year. 


Total Cc«t. 


Uacontesteii. 


COUNTIES. 


Year. 


Total Cost. 


Uncontested. 






£. s. d. 








£. s. d. 




Antrim - 


1837 


4,710 16 8| 


contested. 


Limerick ... 


1857 


No Return. 






1859 


303 15 4 






1859 


1,627 2 6 


contested. 


Armagh 


1857 


273 3 1 




Londonderry 


1867 


6,602 15 7 


contested. 




18o0 


Nil. 




1859 


6,973 18 10 


contested. 


Carlow 


1857 

1659 




DO contest, 
no contest. 


Longford 


1867 

1869 


2,476 17 7 
134 13 10 


contested. 


Cavan - 


1857 

1859 


298 17 10 
509 13 3 


contested. 


Louth - 


1857 

1850 


6,242 16 3 
5,676 6 4 




Clare . . - . 


1857 


No Return. 




Mayo .... 


_ 


Returns not received. 




1839 


277 15 2 


















Meuth - 


1857 


No Return. 




Cork .... 


1867 


5,440 13 11 


contested. 




1859 


83 - - 






1859 


130 15 - 


no contest. 


















Monaghan 


- 


Returns not received. 


Donegal - - - 


- 


Returns not received. 






1 








[ 




Queen’s County 




; Returns not received. 


Down - - • - 


- 


Returns not received. 




1 1 


1 


Dublin - 


1857 


No Return. 1 




Roscommon - 


- 


1 Returns not received. 




1839 


197 10 2 


' uQcontested. 


Sligo - 


1837 


1,635 10 4 




Fermanagh - 


1857 


No Return. 






1850 


(c)106 - - 


no contest. 




1859 


5U - - 




Tipperary ... 


1857 


No Return. 




Galway 


1837 


809 - - 






1859 


417 12 8 




1859 


382 - - 




Tyrone 


1857 


No Return. 






Kerry - 


1867 


20 - - 






1859 


77 3 - 






1856 


20 - - 




Waterford ... 


1857 


513 2 6 




Kildare 


1857 


21 - - 














1859 


(a) 308 8 5 


contested. 


Westmeath ... 








Kilkenny - 


1857 


3,034 16 4 


contested. 










King’s County 


1859 


(5)2,227 18 7 




Wexford ... 


1857 


4,716 9 2J 






40 - - 






1859 


(rf)4,667 - 5 






1869 


2,636 6 9 


contested. 
















Wicklow ... 








Leitrim - 




Returns not received. 
1 1 




1850 


39 2 6 





(«) In addition to three other gentlemen Captain T. TVogan Browne was a candidate i but although the auditor several timea apprized him of the requirements 
the Corrunt Practices Preveution Act. 18o4. no accounts were K. Wn, n- .i. — .i. .* . . 



of the Corrupt Practices Preveution Act, 18o4, 
his expenses were. 

{b ) Captain tbe Hon. Leopold .Agar Ellis w: 
(c) Eiclusive of auditor’s fees. 

(<f) Tbe account of Patrick M'Mahou, Esq. 



! furnished by him, or any communication made to the auditor ; be is, tlierefore, unable to say what 
I Che only candidate who furnished ai 
ot yet closed. 



n account to the election auditor. 
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IRELAND. 



BOROUGHS. 











CouiGsted 








ContesCed 


U 0 K 0 U 0 1! 5. 




Total Coat. 






llOROtJGH S. 


Year. 


Total Cost. 










Unuuntested. 






Uccontested. 






£. «. 


d. 








£. s. d. 




Armagh - - - 


1867 


36 - 


_ 




Ennis .... 


1857 


No Return. 






1669 


32 - 


- 






1859 


1 - - 


no contest. 


Athlone - 


1867 


408 - 


7 




Enniskillen ... 


1857 








1669 


No Return. 








1850 


25 15 - 




Bandon - 


1867 


326 9 


7 




Galway 


1857 


99 9 1| 


contested. 






38 10 


- 






1859 


99 9 1 


contested. 


Belfast ... 


1857 


fl) 1,020 7 
252 15 


9 


contested. 


Kilkenny ... 


1837 


No Return. 














1869 


(c)230 2 6 




Carlow ... 


1857 


74 13 


I 




Kinsule ... 


1867 


21 19 - 






1869 


46 0 








1859 


No Return made to Auditor. 


CarrickfergiiB 


1867 

1869 


74 - 
04 - 


- 




Limerick ... 


18.57 


5 2 - 












1659 


1,272 11 7 




Cashel - 


1857 

1859 


No Return. 
600 15 


10 




Lisburn 


1857 


289 6 3 














uncontested. 


Clomnel - 


18-57 

1859 


173 0 
171 2 




no contest, 
no contest. 


Londonderry 


- 


Returns not rec 


eived. 


Coleraine ... 


1857 

1869 


- Nil. 

- Nil. 






Mallow ... 


1857 

1859 


No Return. 
No Return, 




Cork - - - . 


1837 


105 10 




no contest. 


Newry .... 


_ 


Returns not rec 


eived. 




1859 


1,761 6 


- 


contested. 


















New Rosa ... 


1857 


443 15 4 




Downpatrick 


- 


Return not 


race 


ved. 




1859 


227 15 7 














Portarlinglon 


_ 


Returns not received. 


Drogheda - 


1857 


055 10 


11 










1 




1859 


646 3 






Sligo .... 


- 


Returns not received. 


Dublin 


1867 


074 13 
















1859 


No Return. 






Tralee .... 


1857 


20 - - 
















1850 


20 - - 




Dundalk ... 


1857 


461 6 
















1859 


(i) 






Waterford - 


1857 


1,206 14 11 


contested. 












1859 


847 15 5? 


contested. 


Dungannon - 


1857 


No Return, 














1809 


54 - 


- 




Wexford 


- 


Returns not received. 


Dungarvnn - . - 


1857 


323 7 


1 




Youghal - , * 


1867 


No Return. 




1859 


No Return. 








1869 


(<f)677 13 6 





(a) Tint cxiHinscB »f Mr. M'Cleiiii unil Mr. Fei7*iiaon ore Himscertuiiied. 

(oS No billa wore imi<{ tliu cti!ction nuUitor at tliis viectiun. 

(c) Ex])uii8ub itu'.urvod bj' Miittliinr O’DunuulI, Eaq. Thu silting Member, Michael Sullivan, E»i., has not made au/ return of expenses incurred bp him. 

(d) No I'utnrn laadv to auditor bp Colonel Smptb. 
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